CLASSIFICATION OFFICE DECISION 


Title of publication: 

Meniscus 

Other known title(s): 

Not stated 

OFLC ref: 

1100653.000 

Medium: 

DVD 

Distributor: 

The New Zealand Film Festival Tmst 

Director: 

Maria-Elena Doyle 

Producer: 

Maria-Elena Doyle 

Country of origin: 

New Zealand 

Language: 

English 

Applicant: 

Film & Video Labelling Body 


Classification: 

Unrestricted: Suitable for general audiences. 


Excisions: 

No excisions recommended 


Descriptive note: 

None 


Display conditions: 

None 


Date of entry in Register: 

23 June 2011 


Date of direction to 

issue a label: 

22 June 2011 



Components 


Feature(s): 

Meniscus 

8:17 

Total running time: 


8:17 


Summary of reasons for decision: 

Not applicable 














